To:  John.  Lucotch@WestonSolutions.com[John. Lucotch@WestonSolutions.com] 

Cc:  Nattis,  Randy[Nattis. Randy@epa.gov];  Robberson,  BillfRobberson. Bill@epa.gov] 

From:  Henley,  Cheryl 

Sent:  Thur  8/13/2015  12:12:55  AM 

Subject:  sampling  locations  from  Farmington  to  Shiprock 


Hi  John, 

Yesterday  there  were  R9  sampling  locations  showing  up  on  the  San  Juan  River  between 
Farmington  and  Lake  Powell  (about  12  sites).  They  are  no  longer  in  the  map  service.  Can  you 
put  them  back  in?  RA  needs  them  ASAP.  Call  if  you  need  to. 


Thanks, 

Cheryl 

Cheryl  Henley 
GIS  Coordinator 

EPA  Region  9 GIS/Technology  Center 
75  Hawthorne  Street  (MTS-6-1) 

San  Francisco,  CA  94105 
Ph:  415-972-3586 

Henlev.chervl@epa.gov 


From:  Robberson,  Bill 

Sent:  Wednesday,  August  12,  2015  4:36  PM 
To:  Henley,  Cheryl 

Subject:  Fwd:  SADIE  Deployment  - Gold  King  Mine  ER 
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CDR  William  Robberson,  P.E. 
Regional  Response  Teams 
EPA  Region  9 
San  Francisco,  CA 
(415)972-3072 


Sent  from  my  iPhone 


Begin  forwarded  message: 

From:  "Allen,  HarryL"  < Allen  .HarryL@epa.gov> 

Date:  August  12,  2015  at  1 1:58:43  AM  PDT 
To:  "Nattis,  Randy"  <Nattis.Randv@epa.gov> 

Cc:  "Guria,  Peter"  <Guri a.Peter@epa . gov>.  "Waldon,  MARGARET" 

<W aldon.Margaret@epa. gov>.  "Moxley,  Bret"  <Moxlev .Bret@epa.gov>.  "Dunkelman, 
Tom"  < Dunkelman.Tom@epa.gov>.  "Wise,  Robert"  <Wise.Robert@epa.gov>.  "Black, 
Ned"  <Black.Ned@epa.gov>.  "Hiatt,  Gerald"  <Hiatt.Gerald@epa.gov>.  "Heister,  Dan" 
<Hei ster.Dan@epa.gov>.  "Moore,  Kathi"  <Moore.Kathi@epa.gov>.  Jonathan  Colomb 
<Jonathan.Colomb@WestonSolutions.com>.  "Robberson,  Bill" 
<Robberson.Bill@epa.gov> 

Subject:  Re:  SADIE  Deployment  - Gold  King  Mine  ER 

Great.  This  is  the  data. 

Sent  from  my  iPhone 

On  Aug  12,  2015,  at  1 1:56  AM,  "Nattis,  Randy"  <Nattis.Randy@,epa.gov>  wrote: 

Please  see  below  for  access  to  OPS  data  (not  for  public  use) 


Randy  B.  Nattis 

Federal  On  Scene  Coordinator 

U.S.  EPA  Region  9 

75  Hawthorne  Street,  8th  Floor 

San  Francisco,  CA  94105 

nattis.randv@epa.gov 
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Phone -(415) -940-1 108 -Cell 


From:  Lucotch,  John  < John.Lucotch@WestonSolutions.com> 

Sent:  Wednesday,  August  12,  2015  11:51  AM 
To:  Nattis,  Randy 

Subject:  FW:  SADIE  Deployment  - Gold  King  Mine  ER 


Hey  Randy, 


Below  is  the  information  for  SADIE.  Gold  King  Blowout  is  the  major  project 
where  our  data  is  going  in. 


All, 


A new  version  a SADIE  specifically  for  the  Gold  King  ER  is  now  deployed.  This 
version  is  integrated  with  the  popups  in  the  Gold  King  Ops  viewer.  Region  6 is  still 
working  on  migrating  a Region  8 widget  that  further  integrates  SADIE  with  the  Ops 
viewer. 


SADIE  - Gold  King  Mine  (the  main  project  to  use  is  Gold  King  Mine  Blowout) 
URL:  https://r8.ercloud.org/sadie  GoIdKinqMine 


Passwords  for  all  projects: 


Nonresponsive 


Gold  King  Ops  Viewer 

URL:  https://gis.eparm.net/GoldKingQps 

Username 
Password: 


Nonresponsive 
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CONFIDENTIALITY:  This  email  and  attachments  may  contain  information 
which  is  confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential 
or  proprietary  information  without  the  written  permission  of  Weston  Solutions, 
Inc.  is  strictly  prohibited.  If  you  received  this  email  in  error,  please  notify  the 
sender  by  return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 
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